
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


2/11/11 


Ginger Hsu 

Assistant District Attorney, Suffolk County 


Dear Ms. Hsu, 

Enclos ed is the information you requested in regards to Commonwealth 
mi Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Kate Corbett, All other analyses were performed by 
Nicole Medina. If you have any questions about these materials, please call me at the 
number below. 



Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: NEM, CBS 
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DEPARTMENT 


BOOK# 


DRUG RECEIPT 


PAGE #_ 

DESTRUCTIC 


District/Unit 


4 _ 


Name & Rank of Arresting Qfficer ~Pfc> CL Q tfXZ. ( CL 





No. 


City; Boston D.C.U. Police Dept. 
Officer: P.O. MILA DEPINA 
Def: 

Amount: 

No. Cont: 2 Cont: pb 

Date Rec'd: 09/22/2010 
Gross Wt: 1.60 


Date Analyzed: 


ieiz ( (0 


Subst.SUB 

No. Analyzed: * 

Net Weighty0.0/ 

* Tesls :-7o En 


t-s p 


Prelim: Cofeo.oetfe? Findings:,'' ,. ,. 





> 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 
No. of samples tested: \ 


AGENCY 


ANALYST 


Evidence Wt 


PHYSICAL DESCRIPTION 


I ^cvtvjuL ci Gross Wt ( 3 ): Q-HbS'lgm 

Gross Wt ( \ ): Q, OMlpOC^TH 

opjuftii CoMciuoioo Pkg.wt: Q-O^J^kar ) 

of? UjVva;£> rocvc Vta mx\en<x\ . COKfai 

<S- i 


Net Wt 


PRELIMINARY TESTS 


Spot Tests 

Cobalt . 

Thiocyanate ! t~) ijO/CLgUG 

Marquis_“_ 

Froehde’s_^_ 

Mecke’s 


Mlcrocrystalllne Tests 
Gold 

Chloride 4 _ 

TLTA ( f ) (jQ /6-LU d 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS C>OC Cla G C 
DATE \Q.\C-\ \Q 


GC/MS CONFIRMATORY TEST 

RESULTS Qj£f(l 


Xc^n e 


MS 

OPERATOR _ 
DATE 


iCRc 


io <51 id 


Revised 7/2005 
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Area Percent / Library Search Report 



| t 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM4\10_20_10\749721.D 

KAC 

20 Oct 2010 15:24 

BLANK 

1 

DRUGS 

RTE 


Abundance . " TIC: 749721.0 



Ret.. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


749721.D Fri Feb 11 08:43:20 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM4\10_20_10\749722.D 

KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Abundance ..*... ..TIC: 749722.D 

1200000, 4:74 

1000000 , 

! 800000 

j j | 

! 000000 

! 400000; 

i 200000 il 


Time-> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7.k) 8.60 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

o. 

o 

Ratio % 

4.742 

1208828 

100. 

00 

100.00 


749722.D Fri Feb 11 08:43:24 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM4\10 20 

10\749722.D 


Operator 

KAC 



Date Acquired 

20 Oct 2010 15:38 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

22 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PKff RT 

Library/ID 

CAS If 

Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance* 


80 


82 


Average of 4-716 (o 4.838 min/: 740/22.D (- 
182 


60 


40; 


20 ; 


0 : , 


J 42 


51 


67 


94 


105 

I I 


m/z~> 40 


Abundance 


0 50 60 70 80 90 100 110 120 130 140 150 160 170 l6cT 190 200 210 230 240 250 260 270 280 290 300 


122 


135 152 166 

I '.!+:W; - : 


198 


ifV. 


208 222 242 259 


272 


303 


288 


#29: COCAINE 


82 


80 

60 

40; 

20 42 
; 51 

0- . O, i'-'iVr-i 


68 


94 


105 


122 


182 




135 152 186 


i ’-: ; -i-rl't 


198 


272 

214222 244 259 


303 


m/z~> 40 50 60 70 80 90 100 1l0 120 130 140 150 160 170 180 190 200 2l0 220 230 240 250 260 270 280 290 360 


749722 .D 


Fri Feb 11 08:43:25 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_20_10\749732.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 17:56 

Sample Name : BLANK 
Submitted by : NEW 
Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance ... ..' TIC: 749732.D 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


749732.D Fri Feb 11 08:43:51 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\1C_20_10\749733.D 
KAC 

20 Oct 2010 18:09 


NEM 

33 

DRUGS 

RTE 


Abundance TIC: 749733.D 

600000 ; 4 f 74 

500000; j 


] 

400000; i 

300000- 

I ! 

200000 : 


100000! 

i o i- 

3.97 

} 


| 

2.00 2.50 

3.00 ' 3.50 ’ 4.00 4.50 5.00 

' 5.bo 6.00 

6.50 ' ' 7.bo 7.feo ' 8.00 1 8.50 9.00 9.50 




Ret. Time 

Area 

Area % 

Ratio % 

3.974 

123918 

16.45 

19.68 

4.741 

629574 

83.55 

100.00 


749733.D Fri Feb 11 08:43:55 2011 


Page 1 


Corbett email PRR 023744 











Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\10_20_10\749733.D 

KAC .. 

20 Oct 2010 18:09 


NEM 

33 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.97 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 96 


Abundance 


Average of 3.948 to 4.075 min : 749733.D (-) 
148 


80 ; 


GO 


40’ 


73 


101 


O 

CM 


51 



89 

0 

|m/z~> 

42 j 

i 

63 

' t • 

!81 

!: ; Ij 

;'i I 'f■ 11 

40 

50 

60 70 

80 

90 100 110 


121 


130 

il'JlvW?!'.;« 


204 


157 


176 


281 


Abundance 


80; 


60; 


#84039: Imidazo!2,1 -b]thfazole, 2’3,5,’6-tetrahydroO-phenyl- 

2Q4 

148 


40 


73 


101 


20; 



127 

1 If ' 

51 63 


89 

ii7' ; 

!, 176 [!' 

0 i i.i.i ■; ,..i. 

81 


109 ; 135 

jf 157 167 185 jj!| 

1 > -17 1.' Jill’ 

m/z-> 40 50 60 70 

80 

90 

100 110 120 130 140 

150 160 ^70 180 l66 200 210 220 2i0 240 250 260 270 280 


749733,D Fri Feb 11 08:43:56 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10 

KAC 

20 Oct 2010 18:09 


NEM 

33 

DRUGS 

RTE 


20 10\749733,D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4,74 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


80 


82 


Average of 4.715 to 4.831 Tnln.: 749733.D (-) 


182 

i 


60 j 


40 

j, 94 

105 

: 42 

J i! I 

: : i ' 

! 

i 20 j 

; , 


? 1 51 

j ii : 

! 122 

i ; | j , 

68 | !|! 

. L) ■.: i, 1,. Ml 

1:113 135 152 168 

N'n%: u r , i l-.-r-r-i 4 v:' ; , : : 


198 


303 


207 222 242 259 


272 


m/z~> 
Abundance 

I 80 

60! 

40' 


281 


82 

j 


#29: COCAINE" 


182 


94 


105 


20 j 42 


51 


68 


0 i 


122 




135 1! f 2 1 ® 6 


198 


214222 244 259 


272 


303 


mU-> 40 50 60 70 80 90 ICO 110 l£o 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 
749733.D . Fri Feb 11 08:43:57 2011 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749743. D 
KAC 

20 Oct 2010 20:26 

BLANK 

1 

DRUGS 

RTE 



Ret, Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * ** 


749743,D Fri Feb 11 08:44:07 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_20_10\749744.D 

KAC . 

20 Oct 2010 20:39 

COCAINE STD 

44 

DRUGS 

RTE 


Abundance TiC: 749744.D 

1200000; 4 j 74 

1000000 I 

! ! 

| 800000; I 

eoooooi 

i 

400000; 
i 200000; 


fTime--> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.ko 8.00 8.50 ’ 9.00 9.50 ; 

Ret. Time 

Area 

Area % 

Ratio % 

4.742 

1221248 

100.00 

100.00 


749744.D 


Fri Feb 11 08:44:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 

Data File: 

F:\Q4-2010\SYSTEM4\10 20 
KAC 

20 Oct 2010 20:39 

COCAINE STD 

44 

DRUGS 

RTE 

_10\749744 .D 

Search Libraries. 

C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98 . L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# RT Library/ID 

CAS# Qual 

1 4.74 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 


[Abundance 


82 


Average of 47/TB“fo 4.654 fmf.:749744;D {-)“ 


80i 


60! 


40 


182 

j 

| 

1 


94 


105 


! ii 


20 


j 42 


51 


68 


122 


O'. J;,!.. , : ... OiiiL. ..■ ; . , 4 


135 152 166 


198 


303 


:m/z " > . 40 50 6 '° 70 80 90 jop 110 120 130 140 150 1^0 170 ido 190 200 210 220 230 240 250 260 270 280 290 300 


207 222 244 253 


272 
j 281 


Abundance 


80; 


82 


#29: "COCAINE 


182 


60 i 


40 


20: 

42 


! 


i 

51 

68 ; 

0 


l-'- 


m/z-> 

40 

50 

60 70 80 


94 

105 

! ! 


122 


135 152 166 


198 


'-T T--1- •• 


214222 244 259 


272 


303 


240 250 260 270 280 290 300 


749744.D Fri Feb 11 08:44:11 2011 


Page 2 
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